Intake Report 


Pearl River County Detention Facility 

200 South Main St 
Poplarville, MS 39470 
(601)403-2513 


—Person- 

Name: WILLIAM GRADY MCQUEEN 

DOB: 09/17/1991 AGE: 027 


—Description- 

HGT: 509 
RACE: WHITE 
HAIR: BROWN 
FHAIR: GOATEE 


—Intake / Booking- 

OFF DATE: 00/00/0000 - Case#: COURT 
INTAKE DATE: 05/06/2019 TIME: 17:02 
INTAKE #: BK0000050703 - 007 
ARRESTING AGENCY: DEPT OF CORR (MDOC) 


WGT: 220 
SEX: M 
EYE: BLUE 
COMPL: LIGHT 



—Bond Information- 

WRITTEN BOND: $ .00 
CASH BOND: $ .00 


DESCRIPTION 

WHICH COURT 

BOND AMT 

Probation ViolationaUnknown 

CIRCUIT CO 



http://mydcstraining.com/agencyinfo/MS/0055/inmate/ICUD0121 .HTM 
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